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ABSTRACT 


iio work feports Om a study of a subsonic, turbulent, 
diffuse discharge with potential application to electric 
discharge convection lasers. Two methods of turbulence 
generation have been investigated; namely, a pulsed-jet 
ejector and a plate generator. Power inputs for various 
flow conditions are reported. Turbulence spectra for these 
Flow conditions have been studied and an effort made to 
optimize the discharge stabilizing properties of the flow. 
Plate generated turbulence proved Superior for stabilizing 


the discharge. 
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ioe SL NERODUCT ION 


The purpose of this research was to investigate 
aerodynamic methods of stabilizing the electric discharge in 
the cavity of gas lasers. Primarily, turbulence was studied 
as a means to stabilize the discharge; turbulence permits 
more power to be coupled into the cavity. No attempt was 
made in this work to actually lase the mediun. 

From previous investigations, higher power inputs are 
thought to be associated with turbulence spectra that are 
more intense at lower frequencies [Refs. ll, 17, 30, 34]. 

To investigate the way turbulence affects the discharge, two 
sets of tests have been performed. Current and voltages 
have been meaSured to determine the amount of power that can 
be coupled into the cavity under various flow conditions. 
The other test involved measuring the velocities and 
turbulence spectra in the cavity, 1.e., those flow 
Conditions that were associated with certain power inputs. 
The total effort here was directed at ootimizing the flow 
parameters in order to achieve a maximum power into the 


Cavity with a minimum work input. 


fee OLSCUSSION OF THESIS FORMAT 
This paper is divided into seven sections. In Sec. I, 


a review is presented on the principles of laser operation 





and aerodynamic discharge stabilization. First, the theory 
mad operation of the CO5 electrical laser is described. 

The NASA Lewis convection laser is detailed as an example of 
Bae application of this technology. The final part of the 
introduction demonstrates how the mechanisms of convection 
and turbulence may be used to stabilize the electric 
discharge. The reader who is familiar with these topics may 
musa to Proceed directly to Sec. II. Section II discusses 
the evolution of the system used at the Naval Postgraduate 
School for investigating discharge stability. The system 
presently being used is an extension of the design used in 
past studies at this institution. The experimental 
apparatus including the flow systems, discharge circuit and 
diagnostic equipment is presented in Sec. III. Basically, 
two sets of tests were performed on the discharge as shown 
in Sec. IV. One test involved measuring the turbulence 
frequency and intensity in the cavity; the other test 
measured the power coupled into the discharge under various 
Bonditions. 

The results of both tests are discussed in Sec. V. A 
Critical experimental parameter is arrived at from the fact 
that turbulence became less effective at short gaps and 
higher flow rates as shown in the data. In Sec. VI., it is 
concluded that high frequency, low intensity turbulence has 
a stabilizing effect on the discharge and that this low 


Frequency turbulence can be generated through the pulsed-jet 





Selector principle. Finally, some recommendations for future 


work are made in Sec. VII. 


oe) DEVELOPMENT OF THE COs LASER 

In 1963, Mathias and Parker were the first to discover 
the molecular laser. They observed oscillations on a number 
@eelines in nitrogen using high current short duration 
discharges [Ref. 1]. Patel successfully predicted the 
Bamancement of Co> laser action at 10.6 um using No for 
pumping [Ref. 2]. The carbon dioxide laser realization soon 
followed and was recognized as an efficient source of high 
power [Ref. 3]. 

iimeencwooclectnical laser, an understanding of the 
way energy is Stored is requisite to an understanding of the 
Operation of the laser itself. The integral energy of the 
Mumeorccule 15 stored in three electronic states -~ 
rotation, vibration and translation. The rotation energy is 
small and can usually be neglected. All these energy forms 
can be assigned a specific value representing a particular 
level of energy. Furthermore, the number of molecules 
excited to a particular energy level can be predicted 
accurately at equilibrium by Boltzmann statistics. 

Every molecule has a characteristic vibrational 
temperature 9, = Boltzmann predicts the population of 


mmeenergy level, ny: 


10 





nN 


ae Ve 6 (1) 
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exp( - et } - exp( - =) 





where v is the vibrational quantum number and T is the 
absolute temperature of the gas [Ref. 4]. This close 
relationship between the intermolecular vibrational energy 
transfer and the absolute temperature of a gas observed in 
the above equation arises because of the speed, efficiency, 
and resonance character of the vibrational energy transfer. 
Using the Boltzmann equation, the energy distribution is 
characterized by vibrational temperatures [Ref. 8]. The 
meaeisticsS are more complicated for the COs molecule 
because degenerate states exist. 

A state of molecule is a condition defined by a set of 
quantum numbers. LEVEL refers to energy values associated 
with different states. Different STATES may have the same 
ENERGY level [Ref. 4], in which case the state is 
degenerate. The degeneracy is an integer number equal to 
the number of states with the same energy. 

For COs, four linear modes of vibration are observed 
mag lj): Symmetric stretch, asymmetric stretch, and two 
degenerate bending modes of equal energy [Ref. 5]. Because 
CO> is a linear molecule and only one degeneracy is 
excited, exact quantum numbers can be defined 
(Ref. 6]. For CO»5, four vibrational quantum numbers 
are needed to find the equilibrium population and energy: mo 


is the quantum number for the symmetric stretch or V 
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mode, q for the asymmetric stretch or v3 mode, and n and p 
are for the bending mode v9. The equation for the 


calculation of population in CO5 is [Ref. 4] 





Ty (etiee h) mo, ry 
a = Jewt - pil fa - expe - ght 
} re, 05 
DP con - =e} | a - exp ( - =——)}~x 
= T (2) 





Therefore, each level has a population, which in turn 
determines an amount of energy associated with this 
population distribution among levels. Also, the symmetric 
stretch and bending modes are coupled collisionally by 
the Fermi resonance between them. This coupling permits the 
prediction of these modal energy distributions by single 
vibrational temperature [Ref. 8]. 

One important criterion for lasing is the achievement of 
a population inversion. The population inversion, as the 
name implies, is present when the number of molecules 
excited to a higher energy level exceeds the number of 
molecules in a lower level. By inspecting the gain 


equation, the importance of the population iS apparent [Ref. 


7]: 


us 


ee 


= 








2 
T, = B12) gS N. N,) hvdx ‘ 


where N5 and N, are the populations of energy levels 
mamand €;, respectively, g] and gz account for 

Meesible degeneracies, B,)5 is the Einstein coefficient 

of Stimulated absorption, h is Planck's constant and x is 
the length through the gas. Therefore, for a positive 
Geer ication of the intensity I,, more molecules are 
required to reside in the nigher €5 level [Ref. 5}. 

The small gain coefficient, 4%, is a direct measure of 
the population inversion. The small Signal gain is the 
fractional change of the intensity of radiation flux through 
the plasma. The saturation intensity, Is, is the value of 
the spectral radiation intensity, I, for which the value of 
Game gain is reduced to 4,/2. The maximum optical power 
M@em@sity is a,Ilg, [Ref. 8]. The small signal gain 
Memerficient, 4, is the negative of the spectral 


absorption coefficient a The spectral absorption 


26 
describes the changes in intensity through the gas as a 
function of frequency. If the intensity decreases through 


the gas, then a. is defined aS a poSitive number; if 


intensity increases, then ais negative [{Ref. 5]: 


(AE), = a dx . (4) 
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After integrating over the length of the gasS and making a 


emostituttion for 
19 = ae ool (5) 
where Aj) is Einstein's spontaneous emission coefficient 


Mie transition probability), the spectral absorption 


coefficient is in general terms [Ref. 5]. 


- g 
‘el = (A ) (N - ale N ) 
Vv gny- Cel) a ee: 35 2, (6) 


The function line shape, g(v), has been experimentally found 
mo tollow the Lorentzian line share ioe to the dominance of 
collision broadening. 

Collision broadening and Doppler broadening contribute 
to an increase in the bandwidth of the lasing frequency or 
line shape. Doppler broadening predominates in thermally 
excited, low density gases. Collision broadening is the 
Spread in lasing frequency due to the collision of a 
maciating molecule with another. The collision probability 
iS proportional to P/T- Therefore, collision broadening 
tends to dominate in dense, high pressure and low 
temperature mediums. Both types of broadening can make a 
Contribution to the bandwidth in the CO> laser. 

As stated previously, a population inversion must exist 


in order to have lasing. Therefore, lasers are 


15 





non-equilibrium devices. This non-equilibrium is 
mecomplished by pumping or exciting the collection of 
molecules to an excited state. But the molecules, if 
undisturbed, will naturally return to their unexcited 
equilibrium in a predetermined length of time known as the 
relaxation time,t. Relaxation processes may involve a 
combination of three mechanisms: collisions between 
molecules, Spontaneous emisSion, and interaction between 
photons and molecules. Elastic collisions between molecules 
do not change internal degrees of freedom. Conversely, 
inelastic collisions change the excitation or energy of the 
internal degrees of freedom: vibration or rotation. 

If the collisions were inelastic, the translational 
kinetic energy may transfer to internal vibration energy; 
this process is called a V-T reaction. If the vibrational 
internal energy of one molecule is transferred to 
vibrational energy of another molecule: the process is 
called a V-V reaction. The V-V reaction is much faster than 
the V-T reaction. 

Translational relaxation is very rapid and the 
velocities of molecules on the same scale have been observed 
to follow the Maxwell distribution. Translational 
relaxation is proportional to the square root of gas 
temperature and inversely proportional to the gas pressure. 
Vibrational relaxation has an exponential dependence on the 


cube root of temperature and is a slower process. The 


16 





difference in the relaxation helps to maintain a 
vibrationally excited state in the gas once achieved [Ref. 
4). 

In the diagram, Fig. 2, the vibrational energy levels of 
Ene CO5-N> laser are shown. Some of the important 
vibrational and translational collision energy transfers as 
well as the radiative processes are shown and numbered. For 
BecO5-N5-H, laser mixture in equilibrium, the 


processes are described: 





O10 6) 
__ j@_ 
M5 yy de Uy 


Vibrational Level of CO, and N5 Modes 


hagere. 2 


1. electron excitation and de-excitation (V-T energy 
exchange) of v3, 
2. efficient and nearly resonant V-V energy exchange 


between vy and v3, 
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3. non-Maxwellian V-V energy exchange between v3 and v2 
and Vi- 

4. electron excitation and de-excitation (V-T exchange) of 
Vy 

5. mon-Maxwellian excitation and de-excitation (V-T 
exchange by both electrons and heavy particles of v9), 

6. Noncoherent absorption and spontaneous emission of 
radiation of v3 at 4.3m, 

7. coherent absorption and stimulated emission of radiation 
maom OO0l to 100 of CO> at 10.6 um, 

Ss non-Maxwellian V-V energy exchange between v9 and v} 
(Ref. 8]. 
iemlongumetastable state of No, Which excites v3, 

1s important in maintaining the population of 001 of CO5, 

the upper lasing level. The laser is more efficient where 

the transfers that may contribute to losses in the 

population of 001 are minimized or slowed. These 

detrimental transfers are processes 1], 3 and 6. Transfers 

2, 4, 5 and 8 assist in producing the population inversion. 

Processes 2 and 4 are instrumental in maintaining the 

population of the upper laser level, while processes 5 and 8 

assist in evacuating 001 of CO 7, the lower laser level. 

These transfers, as well as the lasing itself, can be 


controlled through various techniques of stabilization and 


optimization for maximum laser power. 
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The maximum laser power or optical power density is 
given by 


P_ = a I (7) 


and can be related to the electrical power, Pr, given by 


Where — indicates the electric field and J the current 


density. The relationship between Py; and Pp is 


where n is the quantum efficiency and F is the fraction of 
electric power that excites molecules to states that 
eventually lase. After some substitutions and 


rearrangement, Eq. (8) can be written 


2a 2 ee a4 
aS eas = (10) 
mov 
ene 


where n is the number density of ions and electrons, ng is 
the number density of electrons, mg is electron mass, dg 

is electron conductivity and v is average electron velocity. 
This equation emphasizes the importance of three parameters 
to be controlled in electrical lasers: N2, E/n, ng/n. 


The ratio of E to n defines the electron energy and ng to 


ily, 


oo _ a _ 
_ . a a 





Meene Eraction of electrons to lase in the plasma [Ref. 4] 
Since the number density, n?, is proportional to pressure 
squared, a higher pressure implies more power (Fig. 3) 
[Ref. 8]. 

Therefore, the same power can be obtained from a smaller 
cavity at a higher pressure or more power from the same 
cavity a higher pressure [Ref. 4]. 

Electron energy increases kinetically as the electron 
accelerates from the cathode to the anode in the laser 
cavity. As the electron traverses the cavity, collisions 
occur and if the collision is inelastic, the electron will 
give up some of the acquired Kinetic energy to increasing 
its own or some other molecules internal energy. These 
collisions occur on the average at distances equal to the 
mean free path, X}\. The kinetic energy given is AE. 
Recalling from the Boltzmann relations that electron 
energies can be related to characteristic vibrational 
temperatures, an exact amount of energy is needed to pump or 
excite a particular state. Therefore, to excite 
nitrogen's first vibrational level (Fig. 2, process 4) a 
Particular value of E/n is needed. Referring again to Fig. 
2, the evacuation of the lower laser level (processes 5 and 
8) also defines a particular E/n, the role of helium in the 
mixture [Ref. 9]. The mixture constituency, molal balance 
and gas pressure are critical to determining the E/n, but 


a parameter Known as the ionization coefficient, Z, is also 
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Figure 3 
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important [Ref. 9]. The effectiveness of ionization depends 
on the electron velocity and the electron cross section 
fRef. 10]. The ionization coefficient can be defined by a 
second order, non-linear partial differential equation, 
assuming axial velocity only in the cavity and radial 
Symmetric diffusion of ions [Ref. 11]. 


3 (tM, 


mere D, 1S the ambipolar diffusion coefficient and Z the 
Menization coefficient. 

Relatively low values of E/n (<1l00 x 10721 vVm2) 
are used in high power CO9-No-H, lasers [Ref. 9]. 
Limbeck and Lucas show the effects of varying mixtures, 
pressures and ionization, coefficients, and heating on £E/n. 
Generally higher pressures and more helium are useful in 
obtaining E/n = 20 x 10721, which are optimum for 
@e>-N5>-H, lasers. The apparatus used was a sealed or 
low flow laser (Fig. 4) capable of producing approximately 


4W of continuous or 60W pulsed power. 
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Fig. 4 Sealed or low flow CO, laser schematic [Ref. 9] 
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The major problem with the Sealed laser is in providing 
a reaction path whereby the products of the dissociation of 
CO» can be regenerated to form CO> [Ref. 5]. Cooling 
the medium is also necesSSary to maintain an optimum 

n/n. 

About 1969, T. F. Deutscn developed a fast axial flow 
system that used the properties of convection to both cool 
and remove dissociated products [Ref. 12]. DeMaria [Ref. 
13], in 1973, modelled the relationship between laser power 
and convective cooling through a,Il,- DeMaria showed 


emat 


0) 





ee = 
1 + 2oIt_/hv : (13) 
I = hv ‘a 
S 20T, (14) 


Mere 0 1S the cross section for stimulated emission, T¢ 

1s the residence time and equals L./V¢, Le is the 

length of discharge region parallel to gas flow and is called 
mmeminterelectrode gap or cavity length, and V¢ is the gas 
Flow rate. This model confirmed Fowler's observations of 
rapid decline of power density with increasing gas 
Mem@perature and constant ng (Ref. 8], as shown in 


Eee). 5. 


ZS 
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Optical power density a_I ase LUunGcerton Of  T 
ema nn for a gas mixture~of 1 Torr co wees Borr=Ney, 
8 Torr He anda reduced average energy of 1.50 ev< 
[Ref. 8]. 


Figure 5 
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The NASA Lewis Research Center has designed a continuous 
wave (CW) CO> laser capable of delivering up to 70KW of 
power. This laser is closed cycle (Fig. 6) and uses large 
adaptive optics [Ref. 14]. A method for improving 
the peak power out of the laser is to pulse the discharge. 
In 1970, Tyte reported peak powers 500 times greater than CW 
from the same system. In 1968, Hill achieved 1-MW peak 
power with a 20% efficiency at a rate of 30 pps [Ref. 5]. 

NASA became involved in a program to define and evaluate 
the potential of high-power lasers. Although interested in 
Primarily shorter wavelength, the COs laser offered a high 
level of technological maturity. The design criteria, [Ref. 
14] were: 

(1) Optimum electric excitation method for long- 

duration, high-power operation 

(2) System efficiency 

(3) Chemical poisoning effects on gas mixtures 

fee Ootimum Optical cavity configuration effects for 

best beam quality, 

The approach was to first investigate the performance of 
electrical excitation and the electron beam Sustained 
discharge. The electrical excitation method was the pin-to- 
plane, self-sustained, transverse gas transverse discharge 
System [Ref. 5]. Many methods have been suggested as 
Solutions to the electron avalanche control problem, but 


these are complicated. Therefore, because of simplicity, 
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the self-sustained discharge should be investigated further 
to Pere wine how much stability this system alone may yield 
[Ref. 14]. 

Another limitation on the high power lasers has been 
traditionally the dissociated products of the lasing gases 
due to lasing itself. NASA intended to study these effects 
and determine means of overcoming these problems under the 
Supervision of R. B. Lancashire [Ref. 14]. The NASA 
designed optical cavity accommodated differing beam sizes, 
paths and discharges [Ref. 14]. 

The NASA system is, in general, Similar to the system 
described in the block diagram in Fig. 6. The purge pump is 
much more effective in obtaining a hard vacuum so that 
contamination of the lasing gas by residuals can be 
neglected. Also, somewhat unique to the NASA system is the 
large pressure range operation which demands a recirculating 
gas pump capable of delivering 100-800 Torr static pressure 
in the cavity. A hermetical seal obviates uSing makeup 
gases and improves system efficiency. The NASA system has 
only one heat exchanger. Because of the large pressure 
range, a diffuser was mounted downstream of the cavity to 
recover 80 percent head [Ref. 14]. 

The cavity incorporates the flexibility to accommodate 
the two methods of excitation discussed with only minor 


Memmercation (Fig. 7). The optical cavity can change its 
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Bentiguration to make a variety of folded unstable 
resonators or oscillator-amplifier combinations [{Ref. 14]. 

In the pin-to-plane discharge, 16 rows of pins with 5-cm 
spacing preionize the gas through row 7 and form the 
discharge in the optical cavity, rows 7-16. The 
non-symmetric row input power density in the cavity provides 
a uniform gain path which in turn helps make a uniform 
output laser beam (Fig. 8). As in the case of the sealed 
gas laser, the gross gain is still a primary function of n, 
ie and Evin (mote E/n <.100° x Owe v-m~) (Ref. 

14). 

Lancashire projected that electrical efficiencies 
greater than 20 percent and power outputs of approximately 
20 KW per channel could be achieved with the NASA system. 
Multichannel outputs would have to be determined 
experimentally because of nonlinearities of discharge and 
heating effects. Lancashire discovered that greater than 
twice the output power could be attained using the 
electron-beam-sustained discharge with the same efficiency. 
This higher power results from the greater control of 
electron source and sustainer field enabling great power 
inputs with discharge stability. Lancashire concludes, 
however, that the pin-to-plane discharge may be advantageous 
because of simplicity and reliability [Ref. 14]. 

Optical excitation as a means of pumping gas lasers is 


discussed by C.R. Jones [Ref.15]. This method has only 
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limited application and suffers from high cost, operating 
difficulties, and low power. The prime advantage is 
efficiency because of narrow bandwidth. The CO5 lasers 
are "difficult to operate under normal circumstances" 
because they have a small gain coefficient on the lasing 
transition, but are scalable with pressure [Ref. 15]. A 
Meo laser pumped by a CO5 laser on the 9P20 line has a 
iteeer efficiency of 14 percent [Ref. 16]. 

The answer to what method of pumping may be most 
efficient, reliable and cost effective will need more study. 
But ultimately, a system must conSider these constraints as 
well as other factors such as turbulence and flows as 
parameters to be optimized. Turbulence in the cavity is 
undesirable for the laser light because of density 
Memeeuations (Refs. 25 and 26]. But in electrical discharge 
convection lasers, the turbulence concurrently may permit 
more power into the discharge because of discharge 
Stabilization which impedes the glow collapse (also known as 
plasma constriction of breakdown). 

As stated earlier, this research centered on uSing 
electric discharges as a means of pumping the CO) laser. 

The electric discharge can be enhanced by convection and 
turbulence. Turbulence is the primary mechanism considered 


in the following section. 


By IL 





C. AERODYNAMIC STABILIZATION 

To review, two methods of aerodynamic stabilization 
contribute to delaying the arcing or glow collapse and 
ultimate enchancement of power: convection and turbulence. 
Convection has been shown to control the discharge 
instabilities by cooling and removal of dissociated products 
[Ref. 5]. But convection may not only be used to remove the 
unfavorable chemical products, but also the unfavorable 
electrical products that cause early breakdown. 

The mechanism of plasma constriction 1s not well under- 
stood, but the electrical instability problem is unique 
even though this problem "is due mainly to thermal effects," 
[Ref. 32]. Wasserstrom argues that an lonization increase 
results from lower gas densities caused by local uneven 
Meeerng. A local current density then causes increased 
ohmic heating, more lonization, more current, until the 
instability is reached. Wasserstrom concludes that various 
flow configurations in gas lasers could be used to 
distribute the local heating effects homogeneously and thus 
postpone the glow-to-arc transition. He asserts that the 
Flow configuration that will homogenize the hot spots is 
turbulence, but he continues, that with fast axial flows, 
convection can Sweep away disturbances before they have a 
@memee to grow [Ref. 32]. 

As mentioned earlier, convection's effects include both 


removal of dissociated products and cooling. Increasing 


By 
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convection velocity reduces the residence time of the fluid 


in the cavity. Recall that residence time, 
cae L/V¢ (15) 


where L. is the cavity length and V¢ is the flow 

velocity. This reduction in residence time inhibits the 
formation of the discharge instabilities which result in 
constriction. Wiegand [Ref. 27] states that the plasma 

Same triction instability plays a significant role in 
increasing discharge power density. The characteristic time 
memeadischarge instability formation is about 1074 

seconds. A typical residence time for one meter gap is 10 
ms which is fast enough to remove the instabilities from the 
discharge. 

To experimentally isolate the effects of residence time 
on power density, Wiegand kept the flow velocity constant in 
a non-turbulence discharge and varied only the gap length. 

A shorter gap corresponds to a shorter residence time. (The 
absence of turbulence is guaranteed by an unobstructed inlet 
and a length smaller than the 100 characteristic transverse 
dimensions required for the laminar to turbulent flow 
transition.) Constriction was found to be only weakly 
dependent on pressures over wide ranges as well as 
downstream gas temperature [Ref. 33]. By uSing successively 


Shorter gap lengths, Wiegand recorded higher power densities 
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(Fig. 9). Wiegand concludes, “glow collapse does not occur 
until the power density reaches a value such that the growth 
time of the instability becomes comparable to the fluid 
residence time," [Ref. 27]. Maintenance of diffuse glow 
discharge at high pressures depends fundamentally on short 
residence time [Ref. 27]. Shorter residence times account 
for the increased power density observed by Barto in short 
gap, pin-to-plane discharges [Ref. 18]. 

The second major method of aerodynamic stabilization of 
the discharge is turbulence. Studying the effects of 
turbulence has been a continuing project at the Naval 
Postgraduate School under the supervision of Professor Oscar 
Biblarz. Power increases of more than 250 times the no flow 
conditions were observed by Nelson [Ref. 28]. Changes in 
the turbulence intensity spectrum has effects on the amount 
of power that could be coupled into the discharge [Refs. ll, 
ieeelc, 28, 29, 30]. 

In Eq. 10, the power is seen to be proportional to the 
gas pressure squared, but lonization is impeded as the 
pressure increases are continued and discharge stability 
problems are encountered. Barto [Ref. 18] discusses these 
effects and shows how an optimum pressure for a given cavity 
geometry can be derived. 

Turbulence is Known to have a profound time averaged 
effect on transport properties such as gas density and 


velocity. The time scales of turbulence are approximately 
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1071 to 10-> seconds, while the charged particle 
kinetics are much faster: ionization is 107! 
seconds, excitation is 10-12 seconds and streamer 
propagation is 1078 seconds. Recombination is on the 
same order 107° to 107® seconds [Ref. 19] . 
Because of the different order of magnitude in time scales, 
turbulence can not directly affect the streamer 
propagation. 

The interrelationship among current (power), ionization 


and turbulence can be postulated from the examination of 
i =—aee "2 (16) 


where I is current, a now refers to the ionization and xj 
is the point in the field where ionization begins to occur 
(Refs. 20, and 34]. The exponential dependence of current 
on the ionization is due to electron avalanche 
multiplication into the anode. This avalanche is 
responsible for the development of the intense lonization 
region at the anode which has been labeled "the anode 
extension” [Ref. ll]. The enhancement of ionization by 
turbulence can then be deduced from 

(er) 

a = A(P + AP)exp[-B(P + AP) /E] 

where A and B are gas constants, E is the electric field and 


P is the time-varying pressure and AP is the change in 
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pressure. BUecEEOurne Nature of this function the 
ionization is increased more by the negative fluctuations 
than by the positive fluctuations and more current is 
observed in a turbulent field with the average pressure 
equal to the pressure of the laminar convection field [Ref. 
18]. Optimum pressures are not only a function of the 
convection, but are also controlled by the turbulence 
intensity and frequency which causes density fluctuations. 
For non-flow situations, an optimum pressure can be found 
for a given gas and electric field (Fig. 10) [Ref. 31]. 
The way in which the turbulence varies the power input 
to the cavity is not well understood and is complex as has 
been discussed. Experiments at the Naval Postgraduate 
School have centered around varying the turbulence spectrum 
throughout the cavity. Nelson found that by increasing the 
intensity of the turbulence at the lower end of the 
spectrum, below 1,000 Hz, more power could be coupled into 
the cavity. These turbulence spectra were varied by 
installing various turbulence generating screens upstream of 
Smemicavyity {[Refs. 17, 18, 29, 30]. Barto {Ref. 18] 
concludes that high intensity, low frequency turbulence is 
the best for stabilization. The greatest power densities 
were obtained for “Plate IX" which had a lower spectrum. 
Plate IX 1S a screen that was used by Post and Barto to 
generate turbulence. The variation in the plate's hole size 


am@emLocation can be compared in Figs. 11 and 12. 
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The disadvantages of arranging plates or screens 
upstream of the cavity are that high back pressures reduce 
the flow and that changing screens to investigate the 
effects of different spectra is time consuming and expensive 
in engineering. The effect of the screens appears to be 
self-limiting due to their inabilty to generate intense 
eddies in the range from 100 to 1000 Hz. For this reason, a 
secondary flow with a triple slot was designed and mounted 
upstream of the cavity (Figs. 13, 14). This arrangement is 
in effect three unsteady jets, which are known to increase 
the mixing rate in a flow through turbulence [Ref. 21]. 

The oscillator arrangement incorporates the ability to 
change the spectrum and emphasize certain frequencies which 
is not possible uSing screens. 

The mixing is accomplished through a gross disturbance 
of the jets which lengthens the interface and enhances 
the entrainment. The entrainment region of pulsed, subsonic 
jets is a region of intense turbulence. Pulsed ejector 
mixing is accomplished by free-jet-boundaries of 
free-turbulent flows. (Whereas, a grid-generated turbulence 
as developed with the screens is turbulence generated 
along the walls.) The mixing length is assumed to be 
eeortional to the width of the jet and is a constant 
value. In Fig. 15, the growth of the mixing area is shown 


[Ref. 23]. The rate of change of the width is proportional 
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to the tranverse velocity, which can be scaled by the 
turbulence frequency. 

The way the transverse velocities arise is best 
explained by an example. Recall from boundary layer theory 
in two dimensional flow that the fluid's velocity is slower 
along the wall and faster at points away from the wall. By 
convention, x represents the distance along the wall in the 
direction of the flow and y the distance away from the wall. 
Velocities in the x direction are u' and velocities in the y 
direction are v'. It may be imagined that the transverse 
velocity fluctuation orginates in the following way: 
Consider two lumps of fluid meeting in a lamina at a 
distance y)j, the slower one from (y) - 2) preceding the 
faster one from (y}; + 2). In these circumstances the 
lumps will collide with a velecity 2 u' and will diverge 
Sideways. This is equivalent to the existence of a 
transverse velocity component in both directions with 
meeeect to the layer at y;. If the two lumps appear in 
the reverse order they will move apart at a velocity 2 u' 
and the empty space between them will be filled from the 
Surrounding fluid, again giving rise to a transverse 
velocity component in the two directions at y,.- This 
argument implies that the transverse component v' is of the 


Same order of magnitude as u' and we put, [Ref. 35]. 


(18) 
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u' = const» hay (19) 


The larger the difference in the two flow velocities, the 
larger is the transverse velocity and more turbulence and 
mixing results. Optimum mixing efficiency is obtained when 
the mass flow rates are equal. The gross disturbance, in 
Maes experiments, was caused by a rotating cylinder in the 
jet. The cylinder has an “EG aehewed cross-section which, 
when rotated, alternately passes and restricts the flow. 
More intense oscillations have higher spreading rates as 
seen in Eq. 18 and 19. An optimum frequency for the pulse 
jet oscillations can be found in terms of mass flow of the 
Primary mass flow to the secondary mass flow which is 
alternating. As is well known from ejector Peincipiles,, EOF 
a given primary flow there is a Secondary flow (Fig. 16) 
energy input that gives a most efficient spread and 
turbulence intensity [Ref. 22]. 

With this pulsed jet, the eddy sizes can be varied by 
changing the pulses of the jet. Viets [Ref. 23] shows that 
maximum mixing is achieved from a sine wave oscillation. 
For a given set of flow conditions, a single oscillation 
frequency will produce an optimum mixing. By incorporating 
a method of pulsing the secondary flow and by having the 
ability to change the frequency for different flow 


conditions, a wide variety of turbulence spectra and 
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intensities may be investigated without changing the 
experimental set-up. 

Another method of turbulence generation, which has back 
pressures lower than those associated with grid generated 
turbulence, is to mount "mini-plates" on the anode (See Fig. 
ime that will trip the laminar flow on the pins [Ref. 36]. 
This set-up is believed to provide the turbulence spectrum 
required in the discharge region because of the proximity of 
the turbulence generation to the pin tips -- the place that 
the turbulence appears to be needed most. The nearness of 
the eddy generation permits a weaker turbulence to be 
generated by the grid because it cannot decay significantly 
before reaching the pin-tips. Savings in flow power were 
expected from this arrangement Since the blockage is 
minimized. However, the "mini-plates" may cauSe a 
Signficant velocity defect at the pin-tips. This velocity 
defect is thought to be caused when the "mini-plate"” is 
mounted to close to the anode tip. There is apparently some 
Flow blockage in the region directly downstream of the 
"mini-plate", even with the small holes in the "mini-plate". 
This velocity defect may be the cause of the reduced 
turbulence intensity at the anode tip. This problem is 


addressed in more detail in Sec. V. 
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The system deSign was an extension of the system 
originated by Post [Ref. 30]. The diffuser, however, was 
not mounted which resulted in a converging nozzle (replacing 
a converging-diverging nozzle) feeding into a constant area 
duct, in which the test cavity is located. A secondary flow 
Source waS mounted in the converging section of the nozzle 
to minimize the blockage of the flow while maximizing the 
effectiveness of the oscillator in the secondary flow (Figs. 
18 and 19). The minimal blockage lowered the back pressures 
that were experienced with turbulence generating screens 
moumted in the flow in Refs. 17, 18, 28, 29, 30 and 34. 

(The screens had produced up to fifty percent area blockage 
to the flow.) 

As implied above, the oscillator jet output had to be 
located in the constant area section to be most effective. 
The oscillator was to be employed in generating low 
frequency, high energy turbulence. This type of turbulence 
is rapidly attenuated by the accelerating flow in the wind 
tunnel contraction, called vortex stretching. Furthermore, 
to minimize the effects of turbulence decay, the jet would 
be mounted close to the cavity while still allowing for the 
length required for full development by entrainment. The 
Jet design is two dimensional and mixing is primarily in one 


(and not both) of the cross flow dimensions. This seemed 
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reasonable given the "two dimensionality" of the electrode 
configuration. 

Because maximum mixing intensity is desired in the 
discharge cavity, a sinusoidal pulsing of the secondary flow 
was the design goal of the oscillator. Bremhorst and Harch 
[Ref. 37] describe a pulsating valve consisting of 
synchronized rollers, modified to form a cylindrical passage 
G@@ring part of their cycle of rotation. Bauman [Ref. 38] 
reports on the development of a control valve for the 
meeaimection of an oscillating flow. Bauman's cylindrical 
Flow passage was valved with an elliptical lucite cam 
designed to produce a real sinusoidal flow. The real flow 
effects of Bauman's deSign were observed in the laboratory 
by Biblarz [Ref. 41] to produce sinusoidal flow outputs. 
Cam rotating frequencies of from 50 to 80 Hz yielded 
relatively pure sinusoids. 

Prandtl [Ref. 35] and others have shown that a rotating 
cylinder is effective in preventing separation of the 
boundary layer. When the cylinder is not rotating, 
vorticity will be shed at the Strouhal frequency from the 
Beraeation region, as a reSult of boundary layer effects. 
This shedding is asymmetric and continues as the boundary 
layer grows. For given rotation of the cylinder, the upper 
relative velocity will increase causing the boundary layer 


to grow in length due to the effects of the Reynolds number. 
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In this intermediate condition, two frequencies of 
turbulence will be generated, one above and the other below 
the Strouhal frequency. As the cylinder rotation velocity 
increases for a given channel flow rate, the upper and lower 
Separation regions merge giving rise to nearly potential 
flow which results from reduced losses [Refs. 35 and 39]. 

To further diminish the effects of shed vorticies, the 
present oscillator deSign positioned the rotating cylinder 
upstream of the converging accelerating secondary flow to 
employ the turbulence damping of vortex stretching. 

Separation behind the ellipsoid and the resulting eddies 
are problems of Bauman's valving concept, but in this lower 
frequency range, adverse pressure gradients do not develop 
well and the separation iS minimal. To enhance turbulence 
intensities below 1000 Hz, rotating cylinder frequencies of 
up to 100 Hertz are required. (Turbulence generating grids 
and screens have been unable to generate high intensity 
turbulence below 100 Hz.) The pulsing introduces 
intensities of decaying value at integer multiples of the 
oscillating frequency. These spikes of flow power at the 
multiple frequencies are called overtones. 

To enhance these lower frequencies and hopefully 
Stabilize the discharge, an egg-Shaped cylinder was designed 
to be positioned in the secondary flow (Fig. 20). The 
profile was designed and manufactured according to the 


following equation: 
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r(9) = 0.150 - 0.025 sin 96 (inches) (20) 


A small space was given to the maximum blockage of the 
cylinder in the secondary flow to accommodate the engineerng 
tolerance of plexiglass. 

Final design modification of Post's apparatus was to 
reduce the number of pin rows from three to one, and to 
remanufacture the cathode grid for strength and better 
spacing control. The existing grid had bowed due to the 
high flow velocities and preferential arcing had been 
observed. The single pin row, while also reducing the risk 
of preferential breakdown, made maintenance of homogeneous 
flow an eaSier engineering problem without sacrificing the 


Significance of the results (Fig. 21). 
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III. EXPERIMENTAL APPARATUS 


The experimental apparatus has three major subsystems. 
These include two air supplies, a variable high-voltage DC 
discharge circuit, and a turbulence measurement set-up. 
There are many similarities between this set-up and the one 


used by Post and Barto [Refs. 18, 30]. 


Sees LOW SYSTEMS 

The flow systems consist of two compressors with 
associated heat exchangers and flow rate control valves and 
a storage tank, a plenum and converging nozzle, and a pulsed 
jet ejector flow (Fig. 19). The primary air supply is 
provided by a Carrier three-stage centrifugal compressor 
with a 4000 ft3/min capability at a maximum pressure of 
two atmospheres. The flow is directed through a 
water-cooled heat exchanger that maintains a stabilized flow 
temperature at 90° F. 

Three gate valves control the flow rate into the 
converging nozzle and test cavity. Two valves are located 
downstream of the heat exchanger and are the primary control 
valves. A bypass valve has been installed ahead of the heat 
exchanger to eliminate chocked flow in the exchanger at 
maximum flow rates. Aluminum honeycomb, installed ahead of 


the converging nozzle in the primary flow, dampens upstream 
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turbulence generated in the plywood plenum. The plenum has 
feeparticle precipitator. 

The secondary flow is provided by a 300 psi storage tank 
which is pressurized through a dryer from a Sullivan 
compressor. This flow 1s controlled by a diaphragm 
throttling valve and is meaSured between the valve and the 
oscillator in gage pressure. The converging nozzle, 
oscillator and test cavity are manufactured from plexiglass 


and is the area where the two flows merge (Fig. 18). 


Bee tot DISCHARGE CIRCUIT 

With the exception of the electrodes, the discharge 
@ercult 1S identical to the circuit used by Post and Barto 
{(Refs. 18 and 30]. A Sorensen Beta high-voltage, DC power 
supply with a rated maximum output of 60 kV and 60 mA was 
used, although only 30 kV and 20 mA were actually 
available. 

The test cavity incorporates the anode and cathode (Fig. 
22). The grid wires replaced with thin brass strips are 
Stronger and actually present less cross-sectional area to 
the flow. The cathode gap can be adjusted from one to three 
centimeters. The turbulence "mini-plates" were manufactured 
from phenolic and friction fit so they can be adjusted to 


various positions on the anode pin (Fig. 17). 


meee lLURBULENCE AND OTHER DIAGNOSTIC EQUIPMENT 
The only addition made to the diagnostic equipment of 


the Post and Barto [Refs. 18 and 30] set-up waS a miniature 
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piezoresistive pressure transducer, Endevco Model 8507. The 
transducer is used to meaSure the fluctuations in pressure, 
i.e., the turbulence intensity and frequency in the cavity. 
This instrument had the advantage of being more rugged than 
the conventional hot-wire anemometers normally used to 
meaSure these data. 

The active area of the pressure senSing surface is 
silicon semiconductor, 2 mm in diameter. A Wheatstone 
bridge is diffused into the silicon. The stress variations 
are concentrated at the resistive elements which results in 
a senSitivity rivaling the anemometer [Ref. 40]. The 
transducer was found to have adequate linearity, frequency 
response and noise rejection characteristics. Several lower 
Flow velocity runs were used to directly compare the 
hot-wire anemometer and pressure transducer systems. In Fig. 
23, different modes of turbulence are shown for the 
transducer readout on the spectrum analyzer. Information 
representing the turbulence intensity and frequency was 
taken from the pressure transducer, amplified and input to 
the spectrum analyzer. The analyzer then divided the signal 
Strength into frequency components from 0 to 20 kHz. The 
frequency spectrum was displayed on an X-Y recorder ona log 
- log scale. The spectrum analyzer used was a Spectra 
Dynamics Corporation Model SD 330 Spectra seope and Ehe X-Y 


recorder was a Hewlett Packard 7035B X-Y Recorder. 
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IV. METHOD OF INVESTIGATION 


From previous investigations, higher power inputs are 
thought to be associated with turbulence spectra that are 
more intense at lower frequencies [Refs. ll, 17, 30, 34]. 
Furthermore, the turbulence generated by Plate IX was found 
to have the highest power input coupling of the plates 
tested for reasons that were not immediately clear. 

Two basic meaSurements of discharge performance are 
needed. A primary interest in the amount of power that can 
be coupled into the discharge before the glow collapse 
requires the meaSurement of current and voltage. Next, the 
turbulence spectra associated with these power inputs would 
have to be known. As was later discovered, not only is 
there interest in Keeping the turbulence three dimensional 
and uniform across the anode pins (in a plane normal to 
Flow), but the way the turbulence grows and decays while 


Meensiting the cavity is also very critical. 
é 


Peer UREULENCE TESTS 

Using the pressure transducer with the spectrum analyzer 
and an X~-Y recorder, the first objective was to determine 
exactly which of the lower turbulence frequencies could be 
enhanced by various flow parameters and RPM settings of the 
oscillating cylinder. Also, for increasing flow rates the 


63 





determination that the turbulence was fully developed and 
that it filled the test section was carried out by taking 
readings at the tcp and bottom reading at the top and bottom 
corners of the test cavity. For primary flows of up to 110 
m/s and secondary flows up to 70 m/s, the entrainment region 
was found to be long enough to permit the full development 
of the pulse generated turbulence throughout the cavity. 

The turbulence was found to stay fully developed and 
homogeneous 5 cm beyond the anode plane. For this reason, 
Spacers, which were originally designed to lengthen the 
entrainment region, were not used. Oscillator-generated 
Mmezrty Curbulence is recorded in Figs. 24, 25, 26, and 27. 
In Fig. 28, oscillator turbulence before the cavity shows 
the harmonic overtones of the frequency generated by the 
rotating cylinder. The results in these figures are 
discussed in Sec. V. 

Turbulence spectra (Figs. 29 and 30) were also taken for 
the “mini-plates" and were found to be homogeneous across 
the anode region, but not fully developed in the region of 
the positive space charge when the "mini-plates" were 
mounted on the anode tips. The turbulence generated with 
the "mini-plates" at the anode tips became fully develped at 
0.5 cm into the gap and maintained this intensity to 2.5 cm 
and beyond. Turbulence spectra of Plate IX from Barto and 
Post's work were also examined. This required removing the 


two-flow apparatus (Fig. 18) and installing the converging 
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nozzle, Plate IX and the test cavity of Barto and Post, who 
employed the primary flow only. Turbulence spectra 
generated by the oscillator combined with the "“mini-plates" 
mee shown in Figs. 31 and 32. In Fig. 33, a comparison 
between the combined turbulence and the turbulence generated 
by the oscillator only is shown. The results of the test 


ere discussed in Sec. V. 


Be DISCHARGE PERFORMANCE TESTS 

After analyzing the turbulence spectra, discharge power 
was investigated for various flow combinations, 
interelectrode gaps and RPM's that appeared interesting 
without the "mini-plates". As mentioned earlier, the RPM's 
refer to the revolution of the egg-shaped cylinder. 
Constant voltages below breakdown’were set while the 
secondary flow velocity and RPM were changed. For each flow 
condition the voltage was increased to breakdown and the 
voltage and current noted (Figs. 34,35,36). Discharge power 
was recorded with the “mini-plates" on the anode tip at 
IncreaSing primary flows,then the "mini-plates" were moved 
aft on the anode pins and power recorded at the same flow 
rates. The relative positions of the "mini-plates" are 
Shown in Fig. 37 and the breakdown power inputs for each 
position is shown. In Fig. 38 and 39, breakdown current is 
recorded for varying secondary and primary flows at a 


constant RPM of 500. Finally in Fig. 40, the breakdown 


fez 
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power inputs for a secondary flow of 60 m/s and various 
RPM's and primary flows are shown. These data are also 


discussed in Sec. V. 


aeons R TESTS 

In an effort to find the optimum turbulence frequency 
for this set-up, a best primary and secondary flow 
configuration were selected based on the data obtained and a 
discharge current set below breakdown while the RPM was 
varied from 0 to 2000. The primary flow was 45 m/s, the 
secondary flow was 60 m/s and the current set at 2 mA (below 
breakdown for all RPM). As the RPM was varied from 0 to 
2000, the current stayed constant, 1.e., no changes in 
Current were apparent with oscillator RPM variation. 

Velocity profiles were measured in order to ascertain 
how they varied along the cross section. Using a 
pilot-static tube, the velocity was found to be constant 
outside the boundary layer from side to side in the test 
cavity with a primary flow velocity of 90 m/s. However, 
moving from the bottom to the top the velocity profile 
retained the value of 90 m/s, dropping to 75 m/s in the 
middle and reaching a maximum of 105 m/s in the top half of 
the test cavity. This profile variation is believed to be 


due to the blockage arising from the secondary flow channel. 


s 


Se 





Vene oeuDo LONTOF RESULTS 


The breakdown discharge current and power are seen to 
exhibit only small changes as the turbulence was varied 
uSing the oscillator flow only. In Fig. 34, with the 
Primary flow at 24 m/s, the best breakdown performance was 
achieved with the secondary flow at 47 m/s and RPM at 1000. 
The current of 4.5 mA was less than a 1 mA improvement over 
the effects of convection only in which the current was 
already 4 mA. Note also that the breakdown voltage was 
virtually constant with various flows. The current was 
actually lower for a secondary flow of 60 m/s. When the 
primary flow was increased to 32 m/s, the current was almost 
8 mA and ag gecendciey flow was increased to 90 m/s the 
breakdown current increased to about 9 mA. The oscillator 
had no effect on the power with the primary flow at 32 m/s. 
These data were taken with the triple pin row. 

In Fig. 35, higher primary flows and secondary flows 
were inveStigated with the oscillator only on the triple pin 
row anode. Again, the breakdown voltage was constant at 27 
kV at the secondary flow and RPM was varied. These data 
were taken on the same day and the higher primary flow rate 
See) m/s (versus 45 m/S) consistently resulted in less 


current as the secondary flow and RPM were varied. For both 


8 4 





primary flows, the currents increased as the secondary flow 
increased from 47 m/s to 60 m/s. This increase in current 
could likely be attributed to the probable smoothing of the 
velocity profile in the middle of the cavity, making the 
effects of convection homogeneous through out the cavity. 
For the RPM setting of 500 and 1000 at a secondary flow of 
60 m/s, the currents were one to two milliamps higher than 
the zero RPM conditions and almost three milliamps higher 
Pama the primary tlow only currents. The oscillator had 
less pronounced effects on the breakdown currents. 

In Fig. 36, the primary flow was increased to 70 m/s and 
the current did not change appreciably with increasing 
secondary flows and various RPM settings. This total 
inelasticity of current to RPM may indicate that the 
turbulence is being blown out of the cavity so fast that the 
conditions in the cavity are essentially steady state. For 
example, consider a flow velocity of Oe Gms ana a 
frequency of 2000 Hz, then the time to cycle from a high 
pressure to a low pressure and back to a high pressure is 

T= 1/f = 0.5 x 10-3 sec. Therefore, any point in the 
Cavity is at enhanced or reduced pressure for T/2 seconds at 
a time. The distance covered by a gas particle in this time 
due to the flow is the half-wavelength 


eG Pe oeisee 108 22) = 225 em (21) 
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In other words, a test cavity gap of 2.5 cm is under the 
Same pressure conditions (either high or low) at the same 
time. Therefore, breakdown should occur or current 
conditions will be determined by the weakest conditions due 
to oscillations of a single frequency. (Recall that 
turbulence intensity and frequency causes density 
fluctuations. Examine Eq. 17 again and see how the 
pressure fluctuations affect the lonization.) The velocity 
of the fully developed flow and the length of the cavity 
then become important parameters in optimizing turbulence 
Stabilization effects on the electric discharge. For the 
flow velocity and cavity gap in the example above, 
frequencies lower than 2000 Hz would not be useful because 
they are too slow to affect the discharge medium in the 
distance of the cavity gap. Therefore, an important design 
Criterion is 


Plier . 
— (22) 


where L, is the cavity length. 

It 1s alSo apparent that the turbulence is blown out of 
mae cavity too fast by examining Figs. 38, 39 and 40. In 
feos 38, the highest currents occur at primary flows of 50, 
60 and 70 m/s as opposed to the lower secondary flows of 10, 
20, 30 and 40 m/s of Fig. 38. The observed increase in 


power at the higher primary flows in Fig. 39 is most likely 


86 





due the overall increase in mass flow rates (due to higher 
secondary flow also) and the increasing benefits of 
convection not turbulence. In Fig. 38, the effects of 
convection are not overwhelming at the high primary flow 
because of the lower mass flow rate due to lower secondary 
flows. In both Figs. 38 and 39 peak powers are observed 
with the primary flow at 45 m/s. The highest peak was for a 
secondary flow of 60 m/s, which was investigated further and 
the results are shown in Fig. 40. In Fig. 40, breakdown 
power was recorded for varying RPM and primary flows above 
25 m/s. The highest power was obServed at a primary flow of 
45 m/s and a secondary flow of 60 m/s; the turbulence 
Spectra for these flow conditions are summarized in Figs. 
31, 32 and 33. The curves depicted in Fig. 40 have the 
appearance of exponentially damped sinusoids that have been 
phase changed by the RPM. This influence of RPM is evident 
in spite of the fact that oscillator-generated turbulence 
Spectra were observed to have lower intensities than the 
plate generated turbulence spectra as shown in Fig. 33. 
Fig. 40 can be separated into two regions with the 
division at a primary flow of 65 m/s. At this primary flow, 
the velocity profile is most uniform and the breakdown 
power is almost the same for the three different RPM 
settings. This power can in fact be said to be independent 
of RPM entirely. In the region to the right of 65 m/s 


(higher primary flows), the oscillator has little 
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effect, the phase shift is absent and the curves fall 
relatively close to one another for a given primary flow. 
Furthermore, in this region of higher primary flows, the 
input breakdown power is lower due to the reduced effect of 
turbulence. The turbulence of the secondary flow has been 
buried in the increasing mass flow rate of the primary flow 
and is being "blown out" of the cavity too fast. 

In the region to the left of 65 m/s, the velocity 
profile is more like the one shown in Fig. 16. Recall that 
when the mass flow rates of the primary and Secondary are 
matched, the best mixing is obtained. For our set-up, the 
primary flow of 35 m/s would provide the best mixing for a 
Secondary flow of 60 m/s. As stated earlier, the power 
inputs are phase shifted sinusoids with various RPM. 
Therefore, the low frequency RPM do appear to be having an 
effect on the discharge instabilities. Exactly which 
Frequencies are intensified cannot be directly established 
by examining the turbulence data because of the similarities 
of the measured results in Figs. 31 and 32. These spectra 
were obtained by using the probe which may be averaging the 
intensities to see the enchancement of discrete turbulence 
Frequencies as shown in Fig. 28 which was taken with the 
hot-wire anemometer. 

The question of which low frequencies may be causing the 
phase shifting for zero RPM is even more complex. The low 


Frequency spectra for the mini-plates has been shown to be 
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relatively intense for a primary flow of 32 m/s in Figs. 29 
and 30 as well as a primary flow of 45 m/s and secondary 
flow of 60 m/s in Fig. 31. But these spectra were again 
taken with the presSure transducer and, as expected, no one 
frequency is seen to be predominant in Figs. 29, 30 and 3l. 
However, for the flow conditions of Fig. 31 at zero RPM 
which fall in the lower region of Fig. 40 (best ejector 
mixing), the Kelvin-Helmholtz (or hose) type of instability 
may manifest itself. This hydromechanical instability in 
the viscous liquid sheet from the secondary flow ejector 
produces a waviness like that from a flapping jet 
(antisymmetric instability modes). Weihs [Ref. 42] asserts 
that classically the wave increases with time and is a 
function of fluid viscosity, surface tension and sheet 
velocity. He further states that there is no Single wave 
that haS a maximum growth rate, but that the wavenumber for 
maximum instability increases with the distance from the 
nozzle orifice. If the inviscid flow assumption is made, a 
Single wave of maximum instability can be theoretically 


obtained from 


k _ pv2/2T (23) 


where k is the wave number, p is the density of the fluid, 
V is the velocity and t is the time and position varying 


Shear stress. Weihs concludes that more work needs to be 
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completed before a model can be successfully developed to 
predict the wave motion in cases of practical interest. 

(The author had a habit of feeling the various flows 
with his hand and noticed that the flows without the 
oscillator operating were smooth while the vibrations could 
be felt in the flows with various RPM's set. On one 
puzzling occasion, a vibration was noticed when the RPM was 
zero. As an afterthought, the vibrations in the flow with 
zero RPM may have been the Kelvin-Helmholtz instabilities 
affecting a low frequency oscillation similar to that of the 
pulsed jet.) 

Turbulence spectra for the oscillator generated 
turbulence are summarized in Figs. 24-28. In Fig. 24, the 
addition of 1000 RPM to the secondary flow is seen to shift 
the spectrum to the right and slightly increase the 
intensity. The turbulence for these secondary flows of 40 
and 56 m/s is seen to develop uniformly across the cavity. 
Figure 25 shows the intensity of the turbulence generated by 
primary flow of 74 m/s and this intensity varied as much as 
10 dB across the cavity. At a primary flow of 89 m/s, the 
intensity 1S again more uniform and about 5 dB more intense 
as shown in Fig. 26. Figure 27 shows that turbulence 
spectra for improperly matched flows are virtually inelastic 
to RPM changes, except for some enhancement below 200 Hz by 
a primary flow of 89 m/s, secondary flow of 55 m/s and 1000 


RPM. Figure 28 displays how the oscillator can excite one 
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frequency and its harmonic; these data were taken with the 
hot wire. 

The turbulence generated by the mini-plates is Shown in 
Figs. 29, 30 and 31. Figure 30 indicates that the 
turbulence fills the cavity well, but turbulence is most 
intense in the plane of the pins (where the turbulence is 
most needed). The turbulence spectrum in Fig. 29 was taken 
in various positions in the cavity in the plane of the pins 
with the mini-plates close to the anode tip. For the same 
primary flow, the turbulence spectra were identical to the 
one for Plate IX (Fig. 12) which was used by Post and Barto 
to achieve their best power input. The only difference 
beween thoSe spectra was at the position directly behind the 
anode. Plate IX had spectra of equal intensity at all three 
positions: directly behind the anode, one centimeter aft of 
the anode in the test cavity and back to 6.5 cm aft of the 
anode; whereas, the intensity of the turbulence spectra is 
seen to be approximately 10 dB lower at all frequencies when 
measured at the anode tip. The turbulence spectrum with the 
mini~plate moved aft on the anode, as shown in Fig. 30, was 
seen to increase the relative turbulence intensity at the 
anode tip. The spectra at the anode are approximately 5 dB 
lower when compared to locations farther back in the cavity. 
(The spike in the intensity at 12,000 Hz, seen in Fig. 31, 
Memenougnt to result from some "whistling" in the valving of 


the primary flow.) 
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Increasing the turbulence intensity at the anode 
enhances the turbulence interaction with the positive space 
charge. The increaSe in power input resulting from moving 
the mini-plate away from the anode tip is shown in Fig. 37 
by comparison. The power level measured in this 
configuration is not as high as that achieved by Post and 
Barto with Plate IX, but a direct comparison is difficult 
for two reasons. First, the Barto-Post anode had three pin 
rows, hence three times the power input would be expected. 
Second, there is uncertainty due to variation in atmospheric 
conditions and their effects on breakdown current. (An 
error analysis is presented in Ref. 30). Notice that the 
turbulence in Fig. 31 still does not have as much intensity 
at the anode even with the mini-plate moved away from the 
tip. Plate IX still has better turbulence performance at 
the anode than the mini-plates at the expense of 


considerably more flow energy input. 
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Vil eC ONCLUSIONS 


High intensity, low frequency turbulence stabilizes 
the electric discharge as shown by the combined turbulence 
generation power input of Figs. 38-40. However, higher 
frequency turbulence also enhances power inputs as shown in 
Fig. 37; with the faster flow rates, the low frequency 
turbulence is being blown out of the cavity, but the power 
input is greater for the increased turbulence intensity at 
the anode tip. High intensity turbulence in the positive 
Space charge region at the anode tip appears to be critical 
for discharge stability. 

Soncrol of the low Erequency turbulence spectrum is 
possible through the pulsed-jet ejector principle. Both 
discrete peaks of frequency and intensity can be easily 
varied. Two factors detracted from the effectiveness of 
this turbulence generation scheme on the discharge stability 
problem. First, at certain combinations of interelectrode 
gaps and flow velocities, the low frequency turbulence may 
affect the pressure fluctuations too slowly to stabilize the 
discharge and is effectively blown out of the cavity. 
Second, the discharge stabilization problem is a three - 


dimensional problem and the turbulence generated by the slit 
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in the nozzle can be essentially two dimensional, i.e., this 
turbulence may be too uniform across the cavity width. 

Turbulence generated by the mini-plates is not discrete, 
Pmemias Impressive discharge stabilization effects. The 
location of the turbulence peak can be controlled by moving 
the mini-plates along the anode length. Although there are 
velocity and turbulence deformities at the anode tip, these 
may be overcome by a combination of redesigning the anode 
tip or the mini-plate. Some suggestions are made in Sec. 
VII. The mini-plate turbulence generators do not 
substantially increase the back pressures in the primary 
flow and for this reason are much more efficient than Plate 
IX which caused a fifty percent increase in back pressures 
for the same flow velocity. However, the reed ty defect 
due to the mini-plates at the anode tips tends to be quite 
severe. 

Scatter in the current voltage data is evident in this 
work and may be attributed to changes in humidity of the 
flows and to statistical variations of activity at the anode 


pins. 
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VII. RECOMMENDATIONS 


Future studies may benefit by implementing the following 
recommendations. 
1. Better instrumentation would permit more reliable 
results to be obtained more easily; for example, data had to 
be calibrated for rather gross fluctuations in ammeter 
readings. The spectrum analyzer could not be averaged for 
more than four seconds due to an internal malfunction (which 
we were unable to correct). 
2. The control over the rotating egg-shaped cylinder was 
earso Crude. Low frequency oscillations (below 750 RPM) were 
Seerercult to obtain. The readout for oscillator RPM 
fluctuates widely, which makes setting RPM's to tolerances 
emeoO RPM difficult. In addition, the fine voltage 
control on the power supply was too gross for the low RPM's. 
A very small movement in the control in the low range 
produced as much as a 1000 RPM change. A system should be 
developed where an RPM setting can be obtained within +20 
RPM (within one minute). A power supply with a finer 
vernier voltage control and a more accurate RPM readout 
would be helpful. 
3. Obtain more data with the turbulence generating 
mini-plates working in conjunction with the oscillator at an 
optimum primary flow for button placement. Determine if the 


low frequency oscillations of the jet pulSing are affecting 
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the flow at the anode tip. Consider, especially, the 
conditions where the primary and secondary mass flow rates 
are matched for the best mixing. These flow rates should be 
kept low enough so that the turbulence is not blown out of 
the cavity. An alternative to lower flow rates would be to 
investigate much longer interelectrode cavity gaps. 

4. As a modification to recommendation three above, 
investigate the possibility of running two oscillating 
flows: one to enhance the large scale turbulence and the 
other to enhance the high frequency turbulence. In the 
Meeerim, tne efficiency of the present oscillator could be 
improved by having the slit in the nozzle re-engineered to 
incorporate seven holes across the nozzle exit. This may 
enhance the three dimensional mixing. 

9. Lower blockage pressures could be obtained by acoustical 
generation of the required turbulence. This lower back 
pressure is obtained by mounting the speakers on the sides 
of the cavity. Acoustically generated turbulence may be 
more efficient because of the lower back pressures and hence 
the possibility of a lower work input. Acoustic turbulence 
Spectra can be easily varied to enhance certain ranges of 
frequencies, especially in the lower ranges. Only 
relatively low intensities have been attainable acoustically 
in the higher frequencies of the turbulence spectrum [Ref. 


24). 
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6. Re-engineer the anode tips making them longer so the 
mini-plates have more adjustment distance. 

7. Re-design the mini-plates to permit more fluid to pass 
close to the surface of the anode sooner to break-up the 
boundary layers and have more turbulence at the anode tip. 
Making the tip of the anode thinner may assist this process 
of overcoming the flow velocity and turbulence deficiencies 
at the anode tip. 

8. Use the hot-wire anemometer or the laser velocimeter to 
investigate flows where discrete frequencies are to be 
intensified. Compare these meaSurements with measurements 


taken by the pressure transducer to calibrate its response. 
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